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THE NEW BASS AMPLIFIER LINE 


B-120 

BASS AMP HEAD - 120W 

Front Panel: 

2 Inputs (0,-12db) 

Volume, Bass, Mid-Range, Treble Controls. 
Pull Bright Switch, Limiter, 5-Band EQ. 
Back Panel: 

A/C Accessory Outlet, 

Speaker Outputs, Pwr Amp In/Pre Amp Out, 
Effects To/From. 


B-220 

BASS AMP HEAD - 220W 

Front Panel: 

2 Inputs (0, -12db) 

Volume, Bass, Mid-Range 1, Mid-Range 2, 
Treble Controls, Pull Bright Switch, 
Bi-Amp/Stereo balance Control, Limiter, 
7-Band EQ. 

Back Panel: 

A/C Accessory Outlet, 

Speaker Outputs, Pwr Amp In/Pre Amp Out, 
Full Range Out. 

Balanced Out (Hi-Freq-Lo Freq) X-Over 
@ 200 Hz. 

Effects To/From. 

B-320 

BASS AMP HEAD - 320W 

Front Panel: 

2 Inputs (0, -12db), Gain Overload, 

Bass, Mid-Range 1, Mid-Range 2, Treble, 
Master Volume Controls, Pull Bright Switch, 
Bi-Amp/Stereo Balance Control, Limiter, 
7-Band EQ. 

Back Panel: 

A/C Accessory Outlet, 

Speaker Outputs, Pwr Amp In/Pre Amp Out, 
Full Range Out (Line Level), 

Balanced Out (Line Level), 

X-Over Select (Hi Freq-Lo Freq), 

Hi Freq Out/Lo Freq Out, Effects To/From, 
Balanced Out (Direct 600 ohm/Lo Z). 

BP-10 

BASS PRE-AMP (No Power) 

Same as B-320, but with THRESHOLD 
CONTROL on Limiter. 


Acoustic offers an optional Lifetime 
Protection Plan - unique in the music 
industry. We want to insure your complete 
satisfaction when you purchase any new 


B60-115 

COMBO 60W/1x15" 

Front Panel: 

2 inputs (0, -12db) 

Volume, Bass, Mid-Range, Treble Controls. 
Pull Bright Switch 

Back Panel: 

Extension Speaker Output 

Cabinet: 

Front Loaded Ducted Port 

B120-115 

COMBO 120W/1x15" 

Front and Back Panels: 

Same as B-120 
Cabinet: 

Front Loaded. 

B120-115K 

COMBO 120W/1x15" 

Front and Back Panels: 

Same as B-120 

Cabinet: 

Karl son Enclosure 

115B 

SPEAKER ENCLOSURE 

1x15" - Front Loaded Speaker w/ 

Rear Loaded Horn Port 

115BK 

SPEAKER ENCLOSURE 

1x15" - Karl son 

115BKS 

SPEAKER ENCLOSURE 

1x15" - Karlson w/Premium Spkr 

215B 

SPEAKER ENCLOSURE 

2x15" - Front Loaded Ducted Port 

LIFETIME PROTECTION 

Acoustic product. It provides you with free 
parts and labor at any authorized Acoustic 
Service Center for as long as you own the 
product. 
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215BD 

SPEAKER ENCLOSURE 

2x15" - Front Loaded Center Ducted Port 

115BHS 

SPEAKER ENCLOSURE 

1x15" - Rear Loaded Folded Horn 
w/Premium Speaker 

118 BHS 

SPEAKER ENCLOSURE 

1x18" - Rear Loaded Folded Horn 
w/Premium Speaker 

212B-120 

POWERED SPEAKER 
ENCLOSURE 

2x12" - Sealed System w/120W 

215B-120 

POWERED SPEAKER 
ENCLOSURE 

2x15" - Ported w/120W 

215BD-220 

POWERED SPEAKER 
ENCLOSURE 

2x15" - Center Ported w /220V/ 

115BHS-220 

POWERED SPEAKER 
ENCLOSURE 

1x15" - Rear Loaded Horn w/Premium Spkr - 
220W 

118BHS-320 

POWERED SPEAKER 
ENCLOSURE 

1x18" - Rear Loaded Horn w/Premium Spkr - 
320W 


The details for the Lifetime Protection Plan 
are enclosed with each Acoustic product or 
ask your Acoustic Dealer. You'll like whatyou 
hear. 



7949 Woodley Avenue, Van Nuys, CA 91406 
TELEX: 651495 ACOUSTIC VAN 




acoustic 








—-*>!**' 

If** 

> 11 •■; 

ii <-'in-.>i 

R*nl 

'\mh' \ V .' 

->i ~> ~*i~* 

iului 


i V*- \ \ 


' : ">V- 

• i **u- j 

1 <m j; 1 )■ 


•V«*v \ \ 

U : ij **~J: 


// :**y : / 

1 1 :XmJ: 

•X«*& 


• j " 1&.I 

/■■-A 

// •' ' *jdj 

V* 

:1 ■ fcj 

il 3sT * V. \ \ 

'I '■ j x L L 


* > 

yyll3-i_ 


IMu 










